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UNCLASSIFIED 

PAGE 01 QUITO 00704 030141Z 
ACTION ARA-14 


Message Text 


INFO OCT-01 ISO-OO EB-08 /023 W 

018251 031326Z/45 

R021520ZFEB 78 
FM AMEMBASSY QUITO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7166 
AMCONSUL GUAYAQUIL POUCH 

UNCLAS QUITO 0704 

E.O. 11652: N/A 
TAGS: BEXP, EC 

SUBJECT: MAJOR PROJECT EARLY WARNING POLICE HOSPITALS 


1 . POLICE OFFICIALS EXPECT MINISTRY OF GOVERNMENT TO 
ISSUE TENDER IN MARCH FOR TURNKEY US$20 MILLION CONTRACT 
FOR CONSTRUCTION AND EQUIPPING OF POLICE HOSPITALS IN QUITO 
AND GUAYAQUIL, 200 AND 150 BEDS RESPECTIVELY. 

2. EMBASSY BELIEVES ARGENTINIAN FIRM HOSPITEX IS FRONT- 
RUNNER FOR CONTRACT SINCE POLICE REPORT THAT CENTRAL BANK 
OF ARGENTINA HAS OFFERED 100 PERCENT FINANCING FOR PROJECT. 


3. POST NEVERTHELESS SEES OPPORTUNITIES FOR U.S. FIRMS FOR 
SALE OF MEDICAL EQUIPMENT TO PRIME CONTRACTOR. INTERESTED 
FIRMS ARE REMINDED THAT THEY MUST HAVE LOCAL REPRESENTATION. 


4. FOR MORE INFORMATION CONTACT EMBASSY OR: 

DR. ALFREDO VON RECKOW 

DIRECCION DE SANIDAD 

COMANDANCIA GENERAL DE LA POLICIA 

QUITO, TEL. 210-010 

CORR 
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